OLD  BLANDFORD  CHURCH,  PETERSBURG,  VA.  ERECTED  1735. 


OLD  BLANDFORD  CHURCH, 
PETERSBURG,  VA.  ERECTE 


Was  built  in  1735.  and  attended  by 
John  Randolph,  of  Roanoke,  who  desce*i 
hontas:  and  many  others  of  note  and  di 
period.    Within  the  walls  of  its  "moss  g 
and  ivy  mantled  towers"  are  engraved  b; 
one.  the  famous  verses  beginning  "ThoiAart  cru; 
to  the  dust,  old  pile."  which  are  published  in 
tion  with  view  of  the  interior. 
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